Order online or with the Highgate Air App (1 9) 


REGISTER OR LOGIN NOW, AND ORDER YOUR PARTS ANYTIME AND ANYWHERE! 
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Standard Single Shaft 


Highgate 


= 
STANDARD SINGLE SHAFT - 12V & 24V 9 
$ 
л 
х 
Through 
IMPORTANT INFORMATION m ( 
PLEASE NOTE: ROTATION IS DETERMINED BY VIEWING 
THE MOTOR FROM THE COMMUTATOR OR LEAD END. $ Shaft 
Body Length Length 
Body Diameter L Total Length 
N° OF N° OF BODY BODY SHAFT SHAFT TOTAL CLOSED OR THROUGH BOLT 
PART N° SHAFTS SPEEDS MOLIS DIAMETER LENGTH DIAMETER LENGTH LENGTH ROTATION VENTED CENTERS 
MO-12300 1 12V 
MO-12369 1 12V 75 mm 76 mm 8 mm $5 mm 122 mm C-W CLOSED 59 mm 
MO-12370 2 12V 75 mm 104 mm 8 mm 38 mm 153 mm CCW VENTED 59 mm 
MO-12412 1 12V 76 mm 102 mm 8 mm 38 mm 163 mm CCW VENTED 59 mm 
MO-12671 1 12V 75 mm 96 mm 8 mm 5] mm 160 mm REV CLOSED 59 mm 
MO-12750 1 12V 76 mm 104 mm 8 mm 29 mm 141 mm REV CLOSED 59 mm 
MO-12760 1 12V 
MO-12770 1 12V 
MO-24341 1 24V 76 mm 79 mm 8 mm $5 mm 125 mm REV CLOSED 59 mm 
MO-24340 2 24V 76 mm 104 mm 8 mm 35 mm 164 mm C-W VENTED 59 mm 
MO-24345 1 24V 75 mm 102 mm 8 mm 42 mm 154 mm REV VENTED 59 mm 
MO-24671 1 24V 74 mm 96 mm 8 mm 52 mm 156 mm REV CLOSED 59 mm 
MO-24750 1 24V 74 mm 102 mm 8 mm 30 mm 140 mm REV CLOSED 59 mm 
MO-24760 1 24V 
MO-24762 1 24V 10 mm C-W 
MO-12300 MO-12369 
MOTOR, BLOWER, 12V, 1-SPD, HYO SEONG MOTOR, BLOWER, RED DOT R7810, 12V, 122MM, 1-SPD 
12V 12V 
MO-12370 MO-12412 
MOTOR, BLOWER, RED DOT R7810, R4013H, 12V, 153MM, MOTOR, BLOWER, RED DOT, 12V, 163MM, 1-SPD, MACK 
2-SPD (SOME LATE) 
12V 12V 


> 
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SINCE 


1969 Standard Single Shaft 


MO-12671 MO-12750 


MOTORS 


MOTOR, CONDENSER, 12V, 160MM, 1-SPD, UNIVERSAL, NON MOTOR, CONDENSER, RED DOT R6000, R9720, R9727, 12V, 
VENTED 141MM, 1-SPD 


12V 12V 


MO-12760 MO-12770 


MOTOR, CONDENSER, RED DOT R9725, R9727 (LATE), 12V, RED DOT, 1-SPD, WESTERN STAR 


1-SPD 
12V 12V 
Гу 
^ ee: E 
MO-24341 MO-24340 


MOTOR, BLOWER, RED DOT R7810, 24V, 125MM, COUNTER- MOTOR, BLOWER, RED DOT R7810, 24V, 164MM, COUNTER- 


CLOCKWISE, 1-SPD CLOCKWISE, 2-SPD 
24V 24V 
MO-24345 MO-24671 
MOTOR, BLOWER, RED DOT R7820, R7830, 24V, 154MM, MOTOR, CONDENSER, 24V, 156MM, REVERSIBLE, 1-SPD, 
COUNTER-CLOCKWISE, 1-SPD UNIVERSAL, NON VENTED 
24V 24V 
MO-24750 MO-24760 MO-24762 


MOTOR, CONDENSER, 24V, 140MM, 
COUNTER-CLOCKWISE, 1-SPD, RED 
DOT R6000, R9720, R9727 


SINGLE, CATERPILLAR, 10MM (3/8 
INCH), CLOCKWISE, 1-SPD, HEAVY 
DUTY, 2 WIRE 


MOTOR, CONDENSER, RED DOT R9725, 
R9727 (LATE), 24V, 1-SPD 


24V . E 24V 24V 
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Standard Dual Shaft 


Highgate 


STANDARD DUAL SHAFT - 12V & 24V 5 
a 
Through 

IMPORTANT INFORMATION Bolt = 
PLEASE NOTE: ROTATION IS DETERMINED Centres 
BY VIEWING THE MOTOR FROM THE 
COMMUTATOR, OR LEAD, END. Shaft 

[ Body Length - Length 

Body Diameter Total Length 
PARTN* | sHAFTS | spEEDS | VOUS | piameter | LENGTH | DIAMETER LENGTH | LENGTH | ROTATION |C VENTED | CENTERS г. 
MO-12235 2 3 12V 76 mm 85 mm 8mm 80 mm 268 mm C-W VENTED 59 mm 
MO-12246 2 3 12V 75 mm 104 mm 8 mm 84 mm 293 mm C-W VENTED 59 mm 
MO-12261 2 1 12V 59 mm 93 mm 8mm 60 mm 225 mm C-W VENTED N/A 
MO-12264 2 1 12V 73mm 112 mm 8mm 50 mm 225 mm C-W VENTED N/A 
MO-12285 2 1 12V 72mm 105 mm 8 mm 117 mm $55 mm REV CLOSED 59 mm 
MO-12425 2 2 12V 10 mm 
MO-12360 2 1 12V 72mm 02 mm 8mm 65 mm 248 mm REV VENTED 59 mm 
MO-12372 2 1 12V 75 mm 04 mm 8mm 48 mm 218 mm REV CLOSED 59 mm 
МО-12393 2 1 12V 76 mm 105 mm 8mm 45 mm 209 mm REV VENTED 59 mm 
MO-12394 2 1 12V 75 mm 02 mm 8 mm 92 mm 305 mm REV VENTED 59 mm 
MO-12396 2 1 12V 74 mm 15 mm 8 mm 74 mm 280 mm REV VENTED 59 mm 
MO-12420 2 3 12V 89 mm 04 mm 10 mm 110 mm 345 mm C-W VENTED 72 mm 
MO-55112 2 1 12V 75 mm 92 mm 10 mm 98 mm 309 mm C-W VENTED 59 mm 
MO-62747 2 1 12V 67 mm 78 mm 8 mm 75 mm 259 mm C-W VENTED N/A 
MO-72111 2 1 12V 67 mm 78 mm 8mm |63/58тт| 230 mm C-W VENTED N/A 
MO-24046 2 © 24V 75 mm 104 mm 8 mm 82 mm 295 mm C-W VENTED 59 mm 
MO-24235 2 3 24V 76 mm 85 mm 8 mm 84 mm 268 mm C-W CLOSED 59 mm 
MO-24261 2 1 24v 
MO-24264 2 1 24v 
MO-24349 2 1 24V 75 mm 103 mm 8 mm 55 mm 219 mm REV CLOSED 59 mm 
MO-24355 2 1 24V 75 mm 90 MM 8 mm 93 mm 290 mm C-W CLOSED 62 mm 
MO-24393 2 1 24V 76 mm 105 mm 8 mm 45 mm 209 mm REV VENTED 59 mm 
MO-24394 2 1 24V 75 mm 102 mm 8 mm 98 mm 305 mm REV VENTED 59 mm 
MO-24396 2 1 24V 74 mm 15 mm 8 mm 74 mm 280 mm REV VENTED 59 mm 
MO-24420 2 3 24V 89 mm 106 mm 10 mm 108mm | 355 mm C-W VENTED 72 mm 
MO-55114 2 1 24V 75 mm 92 mm 10 mm 98 mm 309 mm C-W VENTED 59 mm 
MO-74111 2 1 24V 67 mm 78 mm 8mm [63/58 mm| 230 mm C-W VENTED N/A 
MO-12235 MO-12246 


MOTOR, BLOWER, 12V, 268MM, 3-SPD, UNIVERSAL, VENTED MOTOR, BLOWER, 12V, 225MM, 3-SPD, UNIVERSAL, VENTED 


12V 12V 
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SINCE 


1969 Standard Dual Shaft 


MO-12261 


MOTORS 


MOTOR, BLOWER, BOSCH, 12V, 59MM SMALL, 3-SPD 


12V 


MO-12285 


MOTOR, BLOWER, FRIGIKING VERSATILE 935, 12V, 100MM, 
1-SPD 


12V 


MO-12360 


MOTOR, BLOWER, 12V, 1-SPD, KYSOR KA700, KA300 1983- 


12V 


MO-12393 


MOTOR, BLOWER, RED DOT R6000, R8545, 12V, 1-SPD 


12V 


MO-12396 


MOTOR, BLOWER, RED DOT R9737, 12V, 1-SPD 


12V 
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МО-12264 


MOTOR, BLOWER, BOSCH, 12V, 73MM LARGE, 3-SPD 


12V 


MO-12425 


MOTOR, BLOWER, 12V, 10MM (3/8 INCH) SHAFT, 
CLOCKWISE, 2-SPD, AGRICULTURAL 


12V 


MO-12372 


MOTOR, BLOWER, RED DOT R8515, R9727, 12V, 1-SPD 


12V 


MO-12394 


MOTOR, BLOWER, RED DOT R8545, 12V, 1-SPD 


12V 


MO-12420 


MOTOR, BLOWER, 12V, 10MM (3/8 INCH) SHAFT, 
CLOCKWISE, 3-SPD 


12V 


MO-55112 


MOTOR, BLOWER, HUPP, 12V, ROOFTOP 


12V 


MO-72111 


MOTOR, BLOWER, UNICLA 0111, 12V, 1-SPD, SUPERKING 


12V 


MO-24235 


MOTOR, BLOWER, 24V, 3-SPD, UNIVERSAL, VENTED 


24V 


MO-24264 


MOTOR, BLOWER, DUAL, BOSCH, 24V, LARGE, 1-SPD, 
VOLVO TRUCK F40 


24V 


Standard Dual Shaft 


Highgate 


MO-62747 


SYOLOW 


MOTOR, BLOWER, SANDEN 747, 12V, 1-SPD 


12V 


MO-24046 


MOTOR, BLOWER, CAB-AIRE, 24V, 3-SPD, UNIVERSAL, 
VENTED 


24У 


МО-24261 


MOTOR, BLOWER, DUAL, BOSCH, 24V, 1-SPD, VOLVO TRUCK 
FH16 


24V 


MO-24349 


MOTOR, BLOWER, RED DOT R8515, R9727, R6000, 24V, 
1-SPD 


24V 
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MOTORS 


SINCE 


1969 


Standard Dual Shaft 


MO-24355 


MOTOR, BLOWER, 24V, 1-SPD, FRANNA CRANE AT15, AT20 


24V 


MO-24394 


MOTOR, BLOWER, RED DOT R6100, R8545, 24V, 1-SPD 


24V 


MO-24420 


MOTOR, BLOWER, 24V, 10MM (3/8 INCH) SHAFT, 
REVERSIBLE, 3-SPD 


24V 


МО-7411 


MOTOR, BLOWER, UNICLA 0111, 24V, 1-SPD, SUPERKING 


24V 
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MO-24393 


MOTOR, BLOWER, RED DOT R6000, R8545, 24V, 1-SPD 


24У 


MO-24396 


MOTOR, BLOWER, RED DOT R9737 R9757, 24V, 1-SPD 


MO-55114 


MOTOR, BLOWER, HUPP, 24V, ROOFTOP 


Condenser Fan Motors - Universal 


Highgate 


CONDENSER FAN MOTORS - UNIVERSAL 


SHOLOMN 


MO-12982 MO-12986 


MOTOR, FAN, DAVIES CRAIG DC12, 12V, 1-SPD, SSW-1158D MOTOR, FAN, DAVIES CRAIG DC31, 12V, 1-SPD, SSW-1158R 


12V 12V 


MO-24982 MO-24986 


MOTOR, FAN, DAVIES CRAIG DC31, 24V, 1-SPD, Y-706-23, 


MOTOR, FAN, DAVIES CRAIG DC12, 24V, 1-SPD, SSW-11117 0204, 0210 


24V 24V 
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Condenser Fan Motors - OEM 


MOTORS 


CONDENSER FAN MOTORS - OEM 


MO-24718 MO-24725 


MOTOR, CONDENSER, 24V, HINO DUTRO DENSO 01/06- MOTOR, CONDENSER, DENSO, 24V, HINO FC 97- 


24V 24V 


MO-12805 MO-12810 
MOTOR, CONDENSER, 12V, 1-SPD, HONDA CRV 02- MOTOR, CONDENSER, 12V, 1-SPD, HONDA JAZZ GD 
12V 12V 
| 
WWW.HIGHGATEAIR.COM.AU WWW.HIGHGATEAIR.COM.AU 
MO-24734 MO-24765 
MOTOR, CONDENSER, DENSO, 24V, ISUZU MOTOR, CONDENSER, DENSO, 24V, KOMATSU 


24V 24V 


MO-24767 


MOTOR, CONDENSER, DENSO, 24V, 1-SPD, KOMATSU, HINO 


24V 


MO-12801 


MOTOR, CONDENSER, 12V, 1-SPD, TOYOTA HIACE RZH 


12V 


AVAILABLE 

SE CHECK 
ONLINE AT 

WWW.HIGHGATEAIR.COM.AU 


Condenser Fan Motors - OEM 


Highgate 


MO-12505 


SHOLOMN 


MOTOR, FAN, DENSO, 24V, TOYOTA COASTER 


24V 


UNAVAILABLE 
PLEASE CHECK 
ONLINE AT 
WWW.HIGHGATEAIR.COM.AU 


MO-12995 


MOTOR, FAN, DENSO, 12V, TOYOTA KLUGER GSUAOR, 
GSU45R 08/07-, LEXUS LS430, UCF30, SC430, UZZ4O 
08/00 


12V 


UNAVAILABLE 

PLEASE CHECK 
ONLINE AT 

WWW.HIGHGATEAIR.COM.AU 
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Hassle Free Credits & Warranty 


We know you have better 
things to do than worry about 
credits and warranty issues. 


We offer upfront replacement and a 
"no quibbles" policy on warranty claims 
lodged within 12 months of purchase 
and a 5 day credit promise on returns 
received within GO days of purchase, in 
accordance with our Terms & Conditions. 


Ж 


